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ADSL: 


for everyone Specifically 
designed for residential and 
■ SOHO markets, SAGEM 
F@st™ modems allow High-Speed Internet access 
through a single ADSL linę. Thanks to this technology, the 
user benefits from the best of the Internet: uniimited and 
high-speed connection with the telephone linę remaining 
available. Thanks to the performances of the SAGEM 
F@st™ ADSL modems, surfing on the Internet, playing inter- 
active games, or listening to a radio on linę becomes easy 
and guick. 

The SAGEM F@st™ 800/840 modems are very compact. 
Their USB interface allows the easiest installation pos- 
sible. Just pług the modem into your PC and the 
Broadband Internet is just a click of the mouse away... 



A truły universal solution : no need to worry about the 
ADSL linę 

SAGEM F@st™ modems are compatible with about every 
DSLAM available worldwide. 

- The SAGEM F@st™ 800 modem can operate on any 
existing ADSL over POTS linę. 

- The SAGEM F@st™ 840 modem is compatible with 
ADSL over ISDN lines. 

Ali types of connection are supported (PPPoA, PPPoE, 
fixed IP). 

Supported Operating Systems 

The SAGEM F@st™ 800/840 modems can run on all the 
usual platforms: Microsoft Windows 98, 98SE, 2000, 
ME, XP, MacOS 8.6, 9, X, Linux. 

Installation and support 

The SAGEM F@st™ is the ultimate Pług & Play modem. 
There is no need to configure anything with it. Service 
Providers can aiso easily customize the modem installation 
software. 

Once the modem is installed, the user benefits from an 
extremely elear and complete diagnosis tool available on 
the PC toolbar. 

Any guestion regarding the configuration? Relying on this 
tool, the Service Provider Hotline will be able to assess the 
modem status guickly. 


TECHNICAL FEATURE 


SAGEM 800 linę interface 

Multimode 
ANSI Tl .41 3 
ITU-T G.dmt Annex A 
ITU-T G.lite 

SAGEM 840 linę interface 

ITU-T G.dmt Annex B 

Local interface 

USB 1.1 

Bus powered modem 

WAN interface 

RJ-11 for SAGEM F@sr 800 
RJ-45 for SAGEM F@sf^840 

Supported operating systems 

Microsoft Windows 98 
Microsoft Windows 98SE 
Microsoft Windows ME 
Microsoft Windows 2000 
Microsoft Windows XP 
MacOS 8.6 
MacOS 9.04, 9.1,9.2 
MacOS X.1,X.2 
Linux 

Encapsulation modes 

PPPoA 

PPPoE (embedded client) 

RFC 1483 bridge modę 
RFC 1483 router modę 


Dimensions and weight 

85 X 104 X 30 mm 
100 g 

Package content 

1 SAGEM F@st™ 800 or 840 modem 
1 linę cable 
1 USB A/B cord 
Installation CD-ROM 
Guick installation guide 
Up to 3 optional filters 

Operating conditions 

0°C to 45°C 

10% to 90% humidity 


International standards compliance 


EN 55022 Class B 
EN 55024 
EN 60950 
ITU K21 
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